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ORIGIN EUR-01 

INFO OCT-01 AF-01 NEA-01 ISO-OO /004 R 
66619 

DRAFTED BY EUR/RPM ECAMPBELL 
APPROVED BY EUR/RPM DTELLEEN 

097275 

R 082025Z JUL 75 
FM SECSTATE WASHDC 
TO AMEMBASSY ISLAMABAD 
AMEMBASSY LAGOS 

UNCLAS STATE 1 13494 

FOLLOWING REPEAT STATE 1 13494 ACTION GEORGETOWN JUL 1 
QUOTE 

UNCLAS STATE 1 13494 

THE FOLLOWING MESSAGE SENT TO BUENOS AIRES BRIDGETOWN 
LA PAZ SANTIAGO BOGOTA SANTO DOMINGO QUITO GUATEMALA 
PORT AU PRINCE TEGUCIGALPA PANAMA ASUNCION LIMA PORT OF SPAIN 
MONTEVIDEO CARACAS DTG R 271903Z JUN 75 FM SECSTATE 

QUOTE 

UNCLAS STATE 1 13494 

FOLLOWING REPEAT STATE 1 13494 ACTION ALL NATO CAPS BRASILIA CANBERRA 
JIDDA KINGSTON MADRID MANAGUA MANILA NASSAU NEW DELHI STOCKHOLM 
TEHRAN TEL AVIV WELLINGTON TOKYO SAN JOSE SAN SALVADOR AND MEXICO 
15 MAY 75 

QUOTE 

UNCLAS STATE 1 13494 

E.O. 11652: N/A 
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SUBJECT: CCMS: INVITATION TO 1975 PALO ALTO CCMS 
SOLAR ENERGY EXPERTS MEETING 

REF: STATE 107547 (NOTAL) 

1. REQUEST EMBASSY PASS FOLLOWING INVITATION FROM RAYMOND 
FIELDS, CCMS SOLAR ENERGY PILOT STUDY DIRECTOR TO APPRO- 
PRIATE SOLAR ENERGY CONTACT PERSON: 

2. BEGIN TEXT: 

ON BEHALF OF THE UNITED STATES AND THE CO-PILOT COUNTRIES 
DENMARK AND FRANCE, I AM PLEASED TO INVITE YOUR COUNTRY 
TO SEND A DELEGATION TO THE SECOND CCMS SOLAR ENERGY 
EXPERTS MEETING IN PALO ALTO, CALIFORNIA, USA, ON AUGUST 
4-6, 1975. 

THE OBJECTIVES OF THE 1975 CCMS SOLAR ENERGY EXPERTS 
MEETING ARE: 

TO REVIEW THE ACTIVITIES OF THE CCMS PILOT STUDY SINCE THE 
ODEILLO MEETING AND TO DISCUSS THE ACTIVITIES PLANNED FOR 
THE COMING YEAR. 

TO PROVIDE THE CCMS PILOT STUDY PARTICIPANTS WITH AN 
UP-TO-DATE DESCRIPTION OF THE STATUS OF THE SOLAR HEATING 
AND COOLING SYSTEMS PROGRAMS OF THE PARTICIPATING 
COUNTRIES. 

TO DISCUSS AND APPROVE THE RECOMMENDATIONS OF THE FORMAT 
COMMITTEE. 

TO PROVIDE THE PARTICIPANTS WITH STATUS REPORTS ON THOSE 
PROJECTS FOR WHICH SPECIAL FORMAT REPORTS WILL BE PRE- 
PARED DURING THE FORTHCOMING YEAR. 

TO HEAR THE REPORT OF THE ZERO ENERGY HOUSE PROJECT GROUP 
AND TO DISCUSS THE FORMATION OF ADDITIONAL PROJECT GROUPS. 

TO PROVIDE AN OPEN FORUM FOR THE PARTICIPANTS TO EXCHANGE 
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IDEAS ON THE ACTIVITIES OF THIS CCMS PILOT STUDY. 

AN INFORMATION PACKET FOR THE MEETING IS BEING PREPARED BY 
THE CCMS REPRESENTATIVES AT THE UNIVERSITY OF MARYLAND. 

THIS PACKET WILL INCLUDE A DETAILED DESCRIPTION OF THE 
MEETING LOCATION AND THE TRANSPORTATION OPTIONS AVAILABLE; 
PRE- AND POST-MEETING TOURS AND TECHNICAL VISITS; SOCIAL 
AND CULTURAL EVENTS FOR THE PARTICIPANTS AND ACCOMPANYING 
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PERSONS; HOTEL RESERVATION CARDS; AND A PRELIMINARY 
REGISTRATION FORM. 

IN ADDITION TO THE AMERICAN EMBASSY. YOU ARE REQUESTED TO 
INFORM DR. FREDERICK MORSE, CCMS REPRESENTATIVE. OF YOUR 
ACCEPTANCE OF THIS INVITATION, AND THE TENTATIVE NUMBER 
OF PARTICIPANTS IN YOUR DELEGATION. IN ORDER TO MAKE 
THE PLANS FOR THE MEETING FACILITIES, IT WOULD BE MOST 
HELPFUL IF THIS INFORMATION IS RECEIVED 0Y MAY 30. DF. 

MORSE'S ADDRESS IS: DEPARTMENT OF MECHANICAL ENGINEERING, 
UNIVERSITY OF MARYLAND, COLLEGE PARK, MARYLAND 20742, USA. 
WE LOOK FORWARD TO SEEING YOU AT THE PALO ALTO MEETING. 

SINCERELY, 

RAYMOND FIELDS 

CCMS SOLAR ENERGY PILOT STUDY DIRECTOR 
ERDA 

END TEXT. 

3. FOR CANBERRA, BRUSSELS, BRASILIA, OTTAWA, COPENHAGEN, 
BONN, PARIS, ATHENS, TEL AVIV, ROME, LUXEMBOURG, THE 
HAGUE, KINGSTON, JIDDA, ANKARA, LONDON, LISBON: 

PLEASE ADD AT END OF PENULTIMATE PARAGRAPH QUOTE THE 
INFORMATION PACKET IS BEING MATT, FT) TO THE CONTACT PERSON 
THIS MONTH. END QUOTE. 

4. FOR ALL OTHERS: PLEASE ADD AT END OF PENULTIMATE 
PARAGRAPH QUOTE UPON RECEIPT OF ACCEPTANCE THE INFORMA- 
TION PACKETS WILL BE MAILED TO THE PERSON OR PERSONS 
DESIGNATED IN YOUR ACCEPTANCE LETTER. 
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YOUR DELEGATION IS REQUESTED TO PROVIDE THE CCMS PILOT 
STUDY PARTICIPANTS WITH A REVIEW OF THE STATUS OF THE 
SOLAR HEATING AND COOLING SYSTEMS IN BUILDINGS PROGRAM 
OF YOUR COUNTRY AND THE STATUS OF ANY RELATED PROJECTS, 
EXPERIMENTS OR DEMONSTRATIONS PRESENTLY PLANNED OR 
UNDERWAY. IF YOUR COUNTRY CAN MAKE SUCH A PRESENTATION, 
YOU ARE REQUESTED TO INFORM DR. MORSE AS SOON AS POSSIBLE 
OF THE TIME YOU WOULD NEED. IN ORDER TO FACILITATE THE 
PREPARATION OF A REPORT ON THE PROCEEDINGS OF THE 
AUGUST CCMS MEETING, YOU SHOULD PROVIDE AT THE MEETING 
A SUMMARY OF YOUR PRESENTATION AND A COPY OF THE FIGURES 
OR TABLES THAT WERE USED. THE ILLUSTRATIONS SHOULD BE OF 
SUITABLE QUALITY FOR DIRECT USE IN THE REPORT . IF, 

IN ADDITION TO THE SUMMARY, YOU WISH TO DISTRIBUTE YOUR 
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PRESENTATION OR ANY RELATED DOCUMENTS OR REPORTS THAT 
WOULD BE MOST WELCOME. 

FOR YOUR INFORMATION. THE CCMS SOLAR ENERGY EXPERTS MEET- 
ING IMMEDIATELY FOLLOWS THE 1975 INTERNATIONAL SOLAR 
ENERGY SOCIETY CONGRESS IN LOS ANGELES, CALIFORNIA. 

JULY 28 TO AUGUST 1, 1975. SINCE THE ISES CONGRESS WILL 
CONCENTRATE ON THE TECHNICAL ASPECTS OF THE ENTIRE SOLAR 
ENERGY FIELD AND THUS COMPLIMENT THE CCMS MEETING, DELE- 
GATES TO THE CCMS MEETING ARE ENCOURAGED TO ATTEND THE 
ISES CONGRESS. END QUOTE. 

5. EMBASSY SHOULD ALSO PROVIDE FOLLOWING BACKGROUND IN- 
FORMATION ON CCMS PILOT STUDY TO ALL COUNTRIES EXCEPT 
THOSE LISTED IN PARA 3: 

THE COMMITTEE ON THE CHALLENGES OF MODERN SOCIETY (CCMS) 
SOLAR ENERGY PILOT STUDY IS ONE OF ELEVEN PILOT STUDIES 
PRESENTLY UNDERWAY AS PART OF THE CCMS PROAM WITHIN NATO. 

THE OBJECTIVE OF THE CCMS SOLAR ENERGY PILOT STUDY IS 
THE EXCHANGE OF INFORMATION ON SOLAR HEATING AND COOLING 
SYSTEMS IN BUILDINGS. THE PROGRAM SEEKS TO ENCOURAGE THE 
COST-EFFECTIVE AND PRACTICAL APPLICATION OF SOLAR ENERGY 
TO HEATING AND COOLING IN RESIDENTIAL, COMMERCIAL, INDUS- 
TRIAL, AGRICULTURAL, AND PUBLIC BUILDINGS. THE KEY ELE- 
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MENTS IN THIS INFORMATION EXCHANGE ARE: 

1) THE PREPARATION AND DISTRIBUTION OF SPECIAL REPORTS, 
PREPARED IN AGREED FORMAT, ON CERTAIN PROJECTS IN THE PAR- 
TICIPATING COUNTRY; 

2) THE DISTRIBUTION OF RELEVANT AND PUBLICALLY AVAILABLE 
REPORTS CONCERNED WITH SOLAR HEATING AND COOLING SYSTEMS 
IN OUILDINGS; AND, 

3) THE PARTICIPATION IN MEETINGS FOR THE REVIEW OF RE- 
SEARCH AND DEVELOPMENT PROGRAMS, DISCUSSIONS AND EXCHANGE 
OF INFORMATION AND IDEAS. 

6. REQUEST EMBASSY FORWARD ACCEPTANCES/REGRETS TO 
DEPARTMENT (EUR/RPM:CAMPBELL) ASAP. 

KISSINGER 

UNQUOTE. INGERSOLL UNQUOTE KISSINGER 


Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 06 JUL 2006 



Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 06 JUL 2006 


UNCLASSIFIED 


NNN 


Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 06 JUL 2006 



Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 06 JUL 2006 


Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 08 JUL 1975 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1975STATE1 13494 

Document Source: CORE 

Document Unique ID: 00 

Drafter: RPM ECAMPBELL 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: n/a 

From: SECSTATE WASHDC 

Handling Restrictions: n/a 

Image Path: 

ISecure: 1 

Legacy Key: Iink1975/newtext/t19750774/aaaacntf.tel 

Line Count: 221 
Locator: TEXT ON-LINE 
Office: ORIGIN EUR 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 5 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: 75 STATE 107547 (NOTAL) 

Review Action: RELEASED, APPROVED 
Review Authority: ShawDG 
Review Comment: n/a 
Review Content Flags: 

Review Date: 13 JAN 2003 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <1 3 JAN 2003 by ThomasVJ>; APPROVED <1 7 MAR 2004 by ShawDG> 

Review Markings: 

Margaret P. Grafeld 
Declassified/Released 
US Department of State 
EO Systematic Review 
06 JUL 2006 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: CCMS: INVITATION TO 1975 PALO ALTO CCMS - SOLAR ENERGY EXPERTS MEETING 
TAGS: ENRG, CCMS 
To: ISLAMABAD LAGOS 
Type: TE 

Markings: Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 06 JUL 2006 


Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 06 JUL 2006 



